
BILLBOARD SIGN IN GEORGIA EQUATES PRESIDENTS NIXON & LINCOLN 



NIXON ARRIVING AT GEORGIA'S ROBINS AIR FORCE BASE 


14 


TIME, DECEMBER 3, 1973 



